Brief comment text:

I strongly oppose the petition for rulemaking filed by NextNav regarding the 900 MHz band. As a ham radio operator and wireless mesh network user, I believe this proposal threatens essential communication systems used for experimentation and public safety.

The 900 MHz band is crucial for mesh networks that support emergency communications. Reallocating this spectrum would disrupt these networks and limit amateur radio operations that benefit public safety and innovation. I urge the Commission to reject this petition to protect these vital activities.
